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SUBJ: RECALL OF FOOD POSSIBLY CONTAMINATED WITH BACTERIA 
POSING THREAT TO CONSUMER SAFETY 

1 . FDA ADVISES THAT EGGO FROZEN FOODS DIV. OF FEARN INTER- 
NATIONAL INC., 9353 W. BELMONT AVE., FRANKLIN PARK, ILL. IS 
RECALLING TO RETAIL LEVEL CERTAIN FROZEN SNACK FOODS. 

2. ALL LOTS BEING RECALLED OF 

KELLOGG'S SNACK TRAY — BEEF AND MUSHROOM SNACK ROLLS - 
ITEM NO. M-09I22 OR T2242 

KELLOGG'S PARTY TRAY APPETIZERS - BEEF AND MUSHROOM EGG 
ROLLS; BEEF AND BARBECUE SAUCE EGG ROLLS - ITEM NO. 

M-09I22 OR T2242 

3. REASON FOR RECALL: MUSHROOM INGREDIENT FROM A FIRM 
(AVONDALE). TYPE B BOTULISM HAS BEEN CONFIRMED IN SAMPLE 
OF AVONDALE'S PRODUCTS; THUS, ALL OF AVONDALE'S MUSHROOMS 
ARE SUSPECT. 
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4. ONLY FOREIGN CONSIGNEE KNOWN TO FDA IS: 

PURVIS LTD. 

P.O.BOX 461 
HAMILTON, BERMUDA 

5. POST REQUESTED TO CHECK IF CONSIGNEE HAS BEEN ADVISED 
TO WITDRAW PRODUCTS FROM SALE. RUSH 
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Decaption Note: 
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Document Number: 1973STATE225255 

Document Source: CORE 
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Executive Order: N/A 
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Film Number: n/a 
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Line Count: 69 
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Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 
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Status: NATIVE 
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